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CONSTRUCTION OF HOOPED CANNON. 



[From the Memoirs of the American Academy of Aria and Sciences, J8G4.] 

Although a great improvement has been made 
in the construction of cannon by the adoption of 
the principle, and imperfectly the mechanical form, 
indicated by me in a Specification of June 19th, 
1855, which was immediately afterwards expanded 
into the Memoir published in the Vlth Volume of 
the Academy's Memoirs ; * still, many points in the 
theory of that construction remain not only unper- 
fected, but almost unexamined. 

It is my purpose, therefore, in this paper, to 
investigate several important properties and laws 
which are inherent in the materials of which the 
gun described in my former memoir is constructed ; 
and from this investigation I shall endeavor to draw 
such instruction as will enable us, if not to perfect, 

* The memoir in the Villi Volume must be considered as a 
sequel to, and a further development of, the principles contained 
in a publication, in the form of a pamphlet, made by me in 
1845. In this pamphlet, not only the principles, but the method 
of construction since followed by Armstrong and others, are fully 
pointed out. 
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at least to understand and improve, the theory of 
construction. The investigation will he founded 
almost entirely upon certain peculiarities in the 
nature, character, and properties of the materials 
(wroughtriron, castriron, and steel) of which the 
guns, constructed upon the principle heretofore pub-' 
lished by me, are formed. 

With these preliminary remarks I enter at once 
into the proposed inquiry, leaving the development 
of the course to be pursued to appear as I proceed. 

In the memoir of 1855, before referred to, in 
giving an account of the theory of hooping cannon, 
I inserted the following paragraph (p. 10) : 

"There may, at the first view, seem to be a 
great practical difficulty in making the hoops of the 
exact size required to produce the necessary com- 
pression. This would be true if the hoops were 
made of cast-iron, or any body which fractures 
when extended in the least degree beyond the limit 
of its elasticity. But wroughtriron and all mallea- 
ble bodies are capable of being extended without 
fracture much beyond their power of elasticity. 
They may, therefore, be greatly elongated without 
being weakened. Hence we have only to form 
the hoops small in excess, and they will accommo- 
date themselves under the strain without the least 
injury." 

And again, in a note, I said : " Mr. Barlow does 
not limit the application of his investigation to any 
kind of material, but it is evident that his conclu- 
sions are not applicable to any malleable metal like 
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bronze; for in a cylinder constructed of hoops of 
this material, the inner hoops may be elongated by 
the pressure acting as a crushing force, and by this 
means be enlarged without any diminution of tenac- 
ity. Perhaps some kinds of soft cast-iron may accom- 
modate themselves to an enlargement in the same 
way. But with hard crystalline enstriron, no actual 
displacement of the constituent particles can take 
place without fracture; and although the effect of 
the fluid as a crushing force may act as an auxil- 
iary to the strain, as any estimate of its amount 
would be a mere guess, I shall not attempt any 
modification of Mr. Barlow's conclusion, when ap- 
plied, as in this case, to hard castriron gun-metal." 

However important I might have considered the 
effects of the crushing force, and the partial or im- 
perfect malleability of castriron, by which the gun 
may be permanently distended, a further examin- 
ation of the subject has convinced me, that Mr. 
Barlow's theory must be in all cases modified and 
limited by the elongation or yielding from this mal- 
leability under the crushing pressure of the fluid ; 
and, in many cases, as where the material is bronze 
or wroughtriron, the whole theory must be discarded 
as inapplicable. To show this, I will state the follow- 
ing experiment. I took a ring or hoop of wrought- 
iron, made up of four concentric rings, one placed 
over another, after one of the methods practised by 
me in making my wroughtriron guns in 1840-1843. 
These rings, when welded together, formed a hollow 
cylinder 1 inch long, having an internal diameter of 
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lj inches, and an external diameter of 3 inches; 
consequently its walls were f of an inch thick. 
This cylinder, after being smartly hammered or 
sledged when cold, was subjected to distension by 
driving into it a conical plug or pin, by blows with 
a heavy sledge. By this means the inside diameter 
was increased to 2^ inches. This distension, from 
y to y, was far from rupturing the ring, although 
it produced a great number of minute fissures upon 
the outside, while the inside did not show the least 
sign of crack or flaw. 

I should remark, that this ring was made of very 
tough Norway iron ; but, although I made several 
others in the same way, and of common English 
as well as of American iron, none of them broke 
under the strain before a distension of T V of their 
inside diameter ; and, in all cases, the fracture com- 
menced upon the outside and worked gradually in- 
ward to the caliber. 

Another thing, worthy of all attention, was this : 
The end of each cylinder or ring showed, after weld- 
ing, the thickness of each of the several concentric 
rings of which it was formed j and after the disten- 
sion, the greater diminution of thickness in the inner 
and smaller rings was very apparent ; thus showing 
how much greater was their distension or elonga- 
tion, circumferentially, than that of the rings outside 
of them; and furnishing an experimental exem- 
plification and corroboration, if such corroboration 
were required, of the fact first geometrically demon- 
strated by Barlow, and upon which he founded his 
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theory explaining the weakness of cast-iron hollow 
cylinders when exposed to an internal pressure. 
Now, although the fact is to be received as he has 
demonstrated it, yet it becomes evident that the the- 
ory and formulas founded upon it must be limited, 
rigidly, to unmalleable bodies, and is in nowise ap- 
plicable to cylinders of wrought metal, like the rings 
or hoops experimented upon by me. For, to bring 
a case under the conditions or facts supposed to 
operate in that theory, the fracture must begin 
upon the inside, which is supposed to be distended, 
like a rod strained by a suspended weight But, 
in my experiments, not only was the innermost part 
of the cylinder subjected to the straining force of the 
conical pin, tending to rupture the whole thickness 
of the cylinder, but the inner portion of it, to .a 
certain depth outward, was placed between two op- 
posing forces, viz. the pressure of the conical pin in 
one direction, and the binding strength of the ex- 
ternal portion of the cylinder in the other. Between 
these two forces it was crushed or pressed and ex- 
tended laterally, and thus made thinner and longer, 
as a bar or sheet of metal is under a hammer, or 
between the rollers of a mill. Under these con- 
ditions it could not fracture before the external por- 
tion; for, to fracture a body, its integrant atoms or 
molecules must be separated ; but in this case they 
were pressed together. This crushing pressure of the 
conical plug differed in no essential form from that 
produced by fired gunpowder. So the fracture 
commencing upon the outside of the ring is similar 
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to that made in the bursting of bronze guns, which 
always commences upon the outside. The same 
fact was observed by me, twenty years ago, in the 
trial, to extremity, of two 32-pounder wroughtriron 
guns. In both of these, the fracture began upon 
the outside and worked slowly inwards. 

The preceding statement cannot fail, I think, to 
convince any one that Mr. Barlow's theory is wholly 
inapplicable to guns made of wrought-iron, or any 
like malleable material, and, indeed, is to be applied, 
in its complete and unlimited extent, only to such 
materials as highly hardened steel, glass, and those 
crystalline or wholly unyielding bodies, in which the 
ultimate particles or molecules are incapable of being 
made to change place permanently in relation to 
each other, but in which the limit of elasticity ends 
in complete separation or fracture. When applied 
to hollow cylinders made of substances of this latter 
kind, it is probably true to the letter. But what is 
cast-iron ? And are we to be guided by Barlow's the- 
ory in computing the strength of cannon made of 
this material ? Believing, as I do, that most kinds 
of caskiron are, to some, though a very limited ex- 
tent, malleable, or, at least, that they admit of some 
small permanent change of form without fracture, 
we ought not, in my judgment, to apply Barlow's 
theory, without some modification, to express the 
strength of guns made of such material, as they 
really possess greater strength than the formula 
given by that theory assigns them ; though for 
many of the harder and completely crystalline kinds 
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of iron wo must consider it applicable, as a safe, if 
not. an entirely accurate, guide for practical purposes. 

Following this property of malleability, from the 
cast-iron, or body, of the gun to the wrought-iron or 
steel hoops with which the body is encircled and 
compressed, let us next see what method of con- 
structing the hoops should be adopted to obtain the 
greatest strength to the gun. 

It is a fact well known to all smiths, or actual 
workers in the metals, and to many engineers, whose 
knowledge is often derived principally from books, 
that all the metals, by being subjected for a consid- 
erable time to hammering, rolling, or wire-drawing, 
acquire a great increase of elasticity and hardness. 
Indeed, if any of these processes be carried beyond 
a certain extent, the metal loses its malleability and 
ruptures or cracks under the continued operation. 
The hardness and elasticity thus induced are, how- 
ever, easily destroyed, and the original malleability 
is restored by simply subjecting the hardened metal 
to heat, which should be considerably below its melt- 
ing point. For tin, it is said that the heat of boiling 
water is sufficient for the purpose. But for gold, sil- 
ver, copper, and iron, the heat of about 1000° is 
required to produce this annealing effect. For iron, 
it should be carried to a full red heat, whatever 
temperature that may be. 

Now, for the purpose of ascertaining, with some 
degree of precision, the difference in hardness, tenac- 
ity, and elasticity, between a piece of iron subjected 
to various degrees of heat from 400° up to that 
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which produces a thoroughly annealed state, that is, 
a full red heat, and the same iron after having 
been subjected to some one of the hardening pro- 
cesses before mentioned, I have made a great many 
experiments upon iron wire of various sizes, and in 
various states as produced by previous working and 
heating. I will now relate the mode of making a 
few of these experiments and the results obtained 
from them, which results were in accordance with 
numerous others obtained by the same method of 
operating. 

These experiments were made upon pieces of 
iron wire about fifteen feet long and of different 
sizes.' The instrument for performing the experi- 
ments consisted of a long horizontal frame, to one 
end of which was affixed a strong steelyard, which was 
bent into the form of a bell-crank ; and the shorter 
arm of which was vertical, while the longer arm, 
upon which hung the poise, was horizontal. One 
end of the wire to be experimented upon was con- 
nected with the shorter arm by being turned a few 
times about a ring which was connected with the 
arm by a free joint. The other end of the wire 
was fastened, by similar means, to a strong bolt fixed 
to the frame at a distance of fifteen feet from the 
steelyard. Connected by cramping it with the wire, 
near the end last described, was a stiff wooden rod, 
which lay upon the frame, and passed, by the side 
of the wire and parallel with it, to near that end 
which was connected with the steelyard. To the 
neighboring end of the wooden rod was fixed a 
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smooth tin plate, about one foot long and five inches 
wide. This plate lay upon the frame, immediately 
under the wire and nearly in contact with it ; and 
upon the surface was registered, by a fine needle- 
point, the changes in the length of the wire under 
different tensions. To do this, a short straightedge, 
or ruler, was firmly cramped to the wire, directly 
over the register-plate, so that, when a line was 
drawn upon the register-plate by the needle, which 
was laterally pressed against the edge of the ruler, 
its direction would be across the register-plate, or at 
a right angle with the axis of the wire. The dis- 
tance from the point upon the wire where the rod 
connected with the register-plate was cramped to it, 
to the point where the straightedge or ruler' was 
cramped, was exactly 140 inches ; and it will be 
seen that, by the arrangement here described, what- 
ever yielding or springing might take place in the 
frame, in the bolts, in the steelyard, or in the wire 
itself outside of the 140 inches comprised between 
the points at which the rod of the register-plate and 
the straightedge were respectively cramped, could 
not affect the accuracy of the measure of any change 
in the wire between those points, and that the straight 
edge could not change its place upon the register- 
plate in the direction of the length of the wire, unless 
the length of the wire itself was changed in an eefual 
degree. 

The following four experiments, made on wire of 
ordinary quality, from the same hank, will give suf- 
ficient warranty to the conclusions afterwards drawn 
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from them. The results here given are, as I have 
before remarked, altogether in accordance with other 
results obtained by the same mode of operating upon 
other wires. 

The wire used in the experiments now given was 
tVW of an mch in diameter, and, consequently, the 
area of its cross-section contained .006789 of a square 
inch. Having taken a piece of this wire about six- 
teen feet long, hard as it came from the draw-plate, 
I straightened it 'and fixed it upon the testing ap- 
paratus in the manner before described ; and, after 
cramping to it the register-plate and the ruler, I 
commenced the operation upon it by letting the 
steelyard draw upon it with a weight of 10 pounds, 
for the purpose of taking out the sag, and to bring 
all the bearings into place. I then drew a line, di- 
rected by the straight-edge, as before described, upon 
the register-plate. This line is shown in Figure 1, 
marked Zero A. I then placed the poise of the 
steelyard so as to give to the wire a tension of 40 
pounds. This weight elongated the 140 inches of 
wire, carrying the ruler over the register-plate the 
distance shown by the interval between the short 
line and the zero line at the left-hand end of the 
latter and immediately under it ; and this short line 
(seen above the number 40) was then made by the 
needle-point, guided by the ruler. The poise was 
then removed from the steelyard, when the wire 
returned to its original length, as was shown by 
the ruler again coinciding with the zero line. The 
poise of the steelyard was then placed so as to strain 
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the wire with 80 pounds, and the distance of the 
short line (seen above the number 80) from the zero 
line, shows the lengthening of the wire under this 
strain. On removing this weight, the wire again 
returned to its original length ; and, on repeating 
the operation so as to give the wire the several strains 
of 120, 160, 200, and 240 pounds, the several elonga- 
tions, shown in the figure by the distances of the 
short lines (seen over these numbers) from the zero 
line, were produced ; but from each of these elonga- 
tions the wire recovered its original length on being 
released from the strain. On carrying the strain, 
however, to 280 pounds, the wire became perma- 
nently elongated, as was shown, on its release from 
tbe strain, by the small quantity denoted by the dis- 
tance from the zero line of the short line immedi- 
ately under it; while the permanent elasticity was 
shown by the distance of the two short lines from 
each other (as seen over the number 280). The 
operation was then continued by successively giving 
to the wire, and again removing from it, the loads 
of 320, 3G0, 400, and 440 pounds ; and the effects 
are graphically shown in the figure by the distances 
between the zero line and the nearest short lines, 
which distances represent the permanent elongations, 
while the distances between the short lines themselves 
represent the permanent elasticity, after the strain 
of each load. 

The register-plate was then moved upwards a 
little upon the rod, and a new zero line, 13, {Figure 2) 
was marked upon it. With this I began as before, by 



Fig. 1. Wire, hard, as it came from the draw-plate; 140 inches long, of an inch i 

Area, .006789 square inches. 




Fig. 3. Same Wire, after being heated, when under a strain of 40 pounds, s 
it, through its whole length. Temperature estimated at 850°. 



i to burn oil upon 




The wire being 140 inches = 14,000 hun- 
dredths of an inch, we have the first perma- 
nent elongation with the load of 280 pounds = 
41,241 pounds per square inch section; and 
this elongation is only T? J^ 5 th of the length. 
With the same strain the permanent elasticity- 
is -jVfeths of an inch, or xjfafo^vfa* of 
the length of the wire. 
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placing upon it a strain of 40 pounds, and then, in 
succession, 80, 120, 160, 200, 240, 280, 320, 360, 400, 
and 440 pounds ; removing each in like succession, 
to see if any permanent elongation would be pro- 
duced by this repetition of the strain. As might 
have been expected, none whatever was produced, 
but the ruler returned in each case to the zero line, as 
shown in the figure. But, on increasing the strain to 
480 pounds, the elongation shown at c was produced. 

Knowing that the strain had reached nearly the 
limit of the strength of the material, I then subjected 
the wire to the heat of two large pieces of iron heated 
to a glowing red, and passed, one above and one be- 
low, in contact with the wire. By this means the 
wire was heated to such a degree that oil burned 
freely, on being dropped upon it, through its whole 
length. The wire was kept connected, in its place, 
with the apparatus during this heating operation, 
and it was likewise kept straight by a tension of 40 
pounds from the steelyard. The temperature to which 
it was raised could not have been less than 850°. 
After it was cold, the register-plate and the ruler, 
which had been removed, were readjusted upon it, 
and a new zero line, C t was marked. (See Figure 3.) 
The weights were again 'applied to and removed from 
the steelyard as before, and the effect produced by 
each strain was marked, as shown in the figure, above 
the respective numbers. No permanent elongation 
was produced up to the strain of 480 pounds, the 
same result that was before reached. The elasticity, 
therefore, remained unimpaired by the heating. But, 
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this load of 480 pounds being very near the tensile 
strength of the wire, on increasing it to 520 the 
great stretch shown in the figure, above this num- 
ber and immediately below the zero line, was pro- 
duced. Still, on taking off the load, the wire exhib- 
ited its old elasticity, and this even a little increased. 
This load, replaced and continued for six hours, car- 
ried the elongation much further, as shown in the 
figure; and so nearly was the breaking-point reached, 
that the elongation continued even after the load was 
reduced to 500 pounds, and the wire finally broke 
after it had been elongated the ? \st part of its length 
under a strain of 510 pounds, thus showing a tensile 
strength of 75,120 pounds to the square-inch area* 
The permanent elasticity had reached, just before the 
fracture, or when the load was 480 pounds (equal 
to 70,700 pounds per inch area), T \ of an inch, or 
the T £ T th (.00214) part of the length of the wire. 
Other experiments were made by exposing the wire, 
which was the subject of them, to the heat of melted 
lead. Here, in two cases, the wire was passed slowly 
under the surface of lead which was kept very much 
above its melting temperature. These wires, when 
tried afterwards in the testing machine, showed their 
previous elasticity unimpaired. 

* The following numbers represent the weight upon the wire when 
reduced, or computed, for a square bar of one-inch section : — 

40= 5,891 200 = 29,458 360 = 53,025 520 = 76,592 

80 = 11,783 240 = 35,350 400 = 58,917 560 = 82,433 

120 = 17,675 280 = 41,241 440 = 64,808 

160 = 23,596 320 = 47,128 480 = 70,700 
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The fourth experiment that I shall relate, was 
made upon a piece of wire from the same hank with 
that before used, after it had been annealed to a 
full red heat. This, after having been straightened, 
was placed upon the testing machine, and subjected 
to a succession of strains, commencing at 40 pounds, 
and increasing by steps of 20 pounds each (instead 
of the 40 pounds before used) up to 320 pounds, 
under which strain the wire broke ; thus showing an 
ultimate tenacity of 47,128 pounds per square inch, 
or, allowing for the diminution of the area of the 
wire by the elongation previous to breaking, about 
51,000 pounds, instead of 75,120 pounds, as given in 
the former case. The permanent elasticity had reach- 
ed, just before the fracture, or when the load was 300 
pounds upon the wire (or 44,186 pounds per square 

inch), -jVtt of an inch > or the siir th P art of the ori S- 
inal length of the wire. The effects of the various in- 
creasing strains are fully exhibited in Figure 4 (next 
page), which (as is also true of the preceding fig- 
ures) shows a true copy of the lines made upon 
the register-plate. By this it will be observed that 
the permanent elongation commenced at a strain of 
100 pounds, and increased rapidly, at each successive 
increase of weight, until it reached a length of 10£ 
inches, or the iVgth part of the length of the wire. 

Now, on comparing the results shown in all these 
figures, we see that these experiments demonstrate 
with some degree of precision several physical facts, 
all of which are of high importance in the construc- 
tion of cannon upon the principle pointed out in the 
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With this soft wire, the permanent stretcli com- 
mences at 100 pounds = 14,648 pounds strain per 
square inch section ; and the permanent elasticity 
left after this strain is only T j 0 ths of an inch, 
or jbW 1 P art of the length of the wire. 
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Memoir to which this is a sequel. These facts 
are : — 

First, That with a piece of iron hardened by com- 
pression and tension, in the condition of hard wire, 
the amount of permanent elongation is far smaller 
than the permanent elasticity up to near the break- 
ing-point, and also that the permanent elongation docs 
not begin until about one-half of the breaking strain 
is applied. 

Second, That the part of the elongation, or stretch, 
which is within the elastic power of the wire, increases 
very regularly under equal increments of strain ; thus 
exhibiting the truth of the maxim, Ut tensio, sic vis — 
As the stretch, so the strain. But the permanent 
elongations made by the same increments of strain, 
especially when near the breaking of the wire, are 
entirely at variance with this maxim. This will be 
seen in Figure 4, where an increment of 20 pounds 
to an existing strain of 120 pounds, produces a per- 
manent stretch of ftths of an inch, while the same 
increment of 20 pounds, when the wire was under 
a strain of 280 pounds, increased the length, perma- 
nently, full 1J inches. 

Third, That, when the material has been subjected 
to a strain of a given amount (say 440 pounds, as in 
Figure 1), the repeated application of a strain within 
that amount produces no further permanent elon- 
gation. 

Fourth, That the subjecting of the same material 
to a heat sufficient to burn oil in contact with it (sup- 
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posed hi this e:ise to be 800° Fait., at least), will not 
impair its elasticity. 

• Fifth, That, when the iron is annealed, the perma- 
nent elongation commences at a comparatively low 
strain, and that its extent is very large in proportion 
to the elasticity of the iron, which shows how inap- 
propriate is the use, upon a cast-iron body, of a hoop 
that ha* been heated to an annealing temperature ; 
as it must be loosened, or suffer the cast-iron to break 
within its grasp, before a strain upon it up to half its 
tensile strength shall be reached. 

Guided by the conclusions derived from the pre- 
ceding experiments, I will now proceed to compare, 
with such precision as the knowledge thus opened 
to me permits, two guns constructed upon the princi- 
ples and after the proportions given in the Memoir 
of 1855, both of these guns being supposed to be of 
the same size, and made of the same quality of iron 
throughout, but differing only in this, viz., that, in 
the one, the hoops are put upon the body in an 
annealed state ; and, in the other, in such a state of 
hardness, produced by cold hammering and stretch- 
ing (as hereafter described), as shall bring the iron, 
as near as may be, to the state of the wire repre- 
sented in Figure 3. 

These guns may be shortly described as having a 
caliber of 14 inches diameter ; bodies of castriron, 
7 inches thick in the reinforce, so as to make the 
external diameter of the body there 28 inches ; and 
a covering of wrought-iron hoops in two layers, hav- 
ing together an equal thickness of 7 inches. The 
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strength of these castriron bodies, as shown in detail 
in the former Memoir, if made of cast-iron of 30,000 
pounds tensile strength, when reduced according to 
Mr. Barlow's formula (which is recognized as suffi- 
ciently perfect for a practical guide), will be 210,000 
pounds for each inch in length. 

Now, let us suppose one of these bodies to be 
hooped with two layers of hoops, 3| inches each in 
thickness, these hoops being made of wide bars of 
wroughfc-iron, coiled like a ribbon wound upon a 
block, and in this state the coils being welded so as 
to form one ring, or hollow cylinder, or hoop.* The 
hoops, being thus' formed and properly forged to 
shape and size, are supposed to be left in an annealed 
state ; and, after being bored and finished to .001, 
.002, or even .003 of their internal diameter less 
than the part of the body that they are to enclose, 
we will suppose them to be heated and put in their 
place, where they cool and compress the casfnron, 
being themselves at the same time strained and 
stretched by the resistance of the enclosed body. 
Now, whatever proportions this compression and this 
stretch may bear to each other, it must be evident, 
from an inspection of Figure 4, that, when the strain 
upon the hoops, from the shrinking, reaches 17,675 
pounds .per square inch (equal to 120 pounds upon 
the wire), they will receive a decided permanent 

* A more full account of this method of forming rings may 
be found in the pamphlet published by me in 1845, or in " Eng- 
lish Printed Specifications," No. 10,013 ; enrolled in July, 1844 ; 
printed in 1854. 
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elongation. Let us suppose, then, that the hoops 
are grasping the hotly with this force of 17,675 pounds 
per square inch, at the instant when the fired gun- 
powder has distended the cast-iron to its normal diam- 
eter. We see by the Figure 4, that by a further dis- 
tension of the body the resistance of the hoops will 
be very slowly increased. What will this resistance 
amount to, when the cast-iron is distended to its break- 
ing point? Although we cannot determine with any 
great accuracy how far the cast-iron can be distended 
before fracture, we may, I think, be very certain that 
a fracture would be produced by repeated firing under 
an enlargement of 10 I ff 7 part of its external diameter. 
But it will be seen by the figure, that a strain upon 
the wire of 100 pounds, or 23,590 pounds per inch 
section, produces an elongation of the wire of .9 of 
an inch, or jj 5 part of its length; and it must be 
evident, that, long before this elongation and disten- 
sion in the hoops are reached, the castiron must give 
way and the gun be destroyed. But, even allowing 
the gun to hold together up to the strain of 23,596 
pounds per square inch upon the cross section of 
the hoop, we have the following computation of 
the strength of the gun, for each inch in the length 
of the reinforce: Cast-iron body, 210,000 pounds 
per square inch ; wrought-iron hoops, 23,596 pounds 
per square inch, and, as both sides give 14 inches 
thickness, 14x23,590 = 330,344 pounds for each inch 
in length, and 210,000 + 330,344 = 540,344 pounds 
for the strength through each inch in the length 
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of the reinforce of the gun of these dimensions and 
proportions. 

Let us next suppose a gun to be constructed, in 
size and material, like that just given, but having 
this single difference in the method of preparing the 
wrought-iron hoops : that instead of placing them 
upon the gun in an annealed state, such as is repre- 
sented by the wire from which Figure 4 was formed, 
they shall be subjected to a process of cold hammer- 
ing and stretching, so as to bring them into the same 
condition, as near as attainable, with that of the wire 
used in making Figures 2 and 3. 

Computing the strength of a gun covered with 
hoops brought into this state of hardness and elas- 
ticity, we have the diameter of the body, as before, 
28 inches. Let the hoops be .001 part of their diam- 
eter less than the body, or 27.972 inches. 

The hoops thus made, and expanded by heat, and 
placed upon the body, will, when cold, compress the 
body to a diameter somewhere between 28 and 27.972 
inches, — the exact degree of compression depending 
upon the power of the body to resist compression, 
and that of the hoops to resist distension ; but, when 
the force of the fired gunpowder is exerted upon the 
caliber, and the external diameter of the body is dis- 
tended to its normal dimension of 28 inches, the 
power of the hoops to resist further distension will 
become 35,350 pounds for every inch area of their 
cross-section (this being equal to 240 pounds' strain 
upon the wire). 

From this point the distending force of the gun- 
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powder will be resisted, both by the hoops and by 
the body ; and, if we suppose the castriron body, in 
this as in the last case, to be fractured only after a 
distension of njVrth P 1 ** °f * ts normal external diam- 
eter, we shall find that that point will not be reached 
until a strain of more than 70,700 pounds per square 
inch (shown by 480 pounds upon the wire) has been 
exerted upon the hoops. Then, taking the body, as 
before, to resist with a force of 210,000 pounds per 
inch in length, we have, sis the whole strength of the 
gun: Body 210,000, and hoops 14 X 70,700 = 989,800, 
making together 1,109,800 pounds for each inch of 
its length, — decidedly more than twice the strength 
shown in the former case, where the hoops were an- 
nealed before being put in place. 

In this statement, I have taken the comparative 
diameters of the body and the hoops at 28 and 27.972 
inches. Now this difference is so small, that it can- 
not be produced in practice with geometrical precis- 
ion ; nor is this necessary ; all that is required being, 
that the difference shall not be less than that here 
given, though a deviation by which the difference of 
diameters shall be twice, or even thrice, as great as 
this, will not affect injuriously the construction. 

Thus, suppose the hoops, instead of being 27.972 
inches, be made 27.916 inches, in diameter. A heat 
of 800°, to which the hoops may be heated without 
affecting their elasticity, will expand them to 28.064 
inches, thus giving a margin of .064 or about T J 8 th of 
an inch, for play, and imperfect workmanship, when 
the hoops are run on to their places. In this case, 
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although the first compression of the body would be 
greater than if the hoops were made of the exact 
size assigned, yet the first discharge of the powder 
would, by a little permanent elongation of the hoops, 
bring them to the true diameter, without enlarging 
them beyond their elastic limits. 

In the preceding computations of strength, I have 
confined myself to that manifestation of it which pre- 
serves the gun from longitudinal fracture. But a gun 
may be fractured transversely, or diagonally, as well 
as longitudinally, although I have, heretofore fully 
proved, that, if made of a material which has an equal 
strength in each direction, the gun, or any hollow 
cylinder, has a vastly greater power of resisting cross, 
than longitudinal fracture. This is likewise applica- 
ble to any diagonal fracture. But as these guns owe 
their superiority in a great degree to their being 
formed, in part at least, of fibrous wrougbt-iron, the 
direction of the fibres being in the circumference of 
the gun, and moreover not perfectly integrated with 
the cast-iron as making one piece with it, it becomes 
necessary to consider the resistance to cross-fracture. 

By a recurrence to the former Memoir, it will be 
seen that the castriron body alone, if possessed of a 
tensile strength of 30,000 pounds per inch, may be 
relied upon for preserving the gun from cross-fracture. 
But I cannot say that I have always been without 
some shade of doubt, whether the castriron, when ex- 
posed to the crushing force between the fired powder 
and the hoops, would exhibit the same resistance to 
cross-fracture that it would when free from this con- 
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dition. It was in some degree to guard against any 
defect that might possibly arise from this source, that 
I proposed that the hoops be made in two layers, 
and be fitted to the body and to each other, by a 
screw-thread. In this case the screw was not to 
exercise its usual function of a mechanical power; 
but to serve, by the interlocking of the threads upon 
the body with those of the hoops, to so cramp the two 
together, that the body could not be fractured cross- 
wise without either stripping the thread through a 
space equal to at least half the length of the hoop, or 
fracturing the hoop crosswise before or at the instant 
when the body gave way. Now, to strip the thread 
of a screw through half the length of the hoop would 
require a force sufficient to make a shear cut, through 
a section of metal equal to at least one-third the 
internal surface of the hoop. The inner surface of 
the inner hoop, being 28x3.14 = 88 inches in cir- 
cumference and 15 inches long, gives a surface of 
1,320 inches, one-third of which is 440 inches. To 
strip or cut through a screw-thread forming a section 
of this magnitude, taking each inch to require but 
even 30,000 pounds, demands a force of 13,200,000 
pounds, while, as is shown in the former Memoir, the 
whole force of the charge tending to produce cross- 
fracture is but 4,890,000 pounds, being the pressure 
of 32,000 pounds per square inch upon 153 inches, — 
the area of the caliber. The other alternative, that 
of fracturing one of the hoops at its weakest point, 
that is, where it breaks joint with two of the hoops 
of the other layer, and where, of course, one thick- 
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ness alone gives its support against cross-fracture, fur- 
nishes the following computation : The area of the 
cross-section of the inner and smaller hoop, contains 
346 square inches, which, giving the iron, in this its 
weakest direction, a tensile strength of 40,000 pounds 
per inch, shows that a force of 13,840,000 pounds will 
be required to tear the hoop asunder. 

The preceding computations, therefore, place it be- 
yond doubt, that, even allowing that the lateral pres- 
sure of the fired powder upon the cast-iron body 
of the gun may impair the tensile strength of the 
body in resisting cross-fracture, yet, under this condi- 
tion, and thus admitting as a truth that of which we 
have no evidence, we see that we may rely with per- 
fect confidence upon the strength of the hoops alone, 
when secured to the gun by the screw-thread, as de- 
scribed in the former Memoir, to preserve the gun 
from cross-fracture. 

In the Specification and Memoir before mentioned, 
I propose to form the screw " of about eight threads, 
each thread taking about one-eighth of an inch space, 
so that one turn advances each thread one inch," and 
" to make the threads of the female screws sensibly 
finer than those of the male, to draw by the shrink, 
the inner rings together endwise." The advantage of 
this form of construction will appear in this : that by 
the rapid advance of the hoop to its place, the shrink- 
age from cooling during its passage over the body 
will be avoided ; while the dividing of the inch space 
of the spiral into several parts, enables us to give a 
great bearing surface to very shallow threads. 
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I give, in Figure 5, a drawing of the threads as I 
would form them for a six-threaded screw. They 

Fig. 5. 



have an .18 inch pitch, and a depth of .04 in., being 
11 in. thick at the root or bottom, and .07 in. breadth 
upon the face. Threads of this shape may be more 
easily and exactly made than any other, as a large 
p.u-t of the surfaces left by the boring and turning 
tools requires no change from the screw-tool, but re- 
mains and forms the flat faces of both the male and 
female screws. By this means the gauged sizes and 
requisite diameters of both the body and the hoops 
are more easily ascertained and preserved, when the 
sci ew-threads are formed. 

The depth of the. threads given in this figure 
must be ample ; for, as the threads, when once inter- 
locked and in place, are kept in contact by the shrink- 
age of the hoops and the distension of the gunpow- 
der, the idea of the outer threads slipping and riding 
over the inner ones, like a loose nut upon a screw 
bolt, is simply preposterous. 

A mechanical equivalent for the screw-threads may 
be found in small circular prominences formed upon 
one surface, to fit into corresponding grooves upon 
the opposite surface. The principal objection to this 
mode of cramping or interlocking the surfaces will be 
found in the necessity of heating the hoop to a much 
higher temperature than is required with the screw- 
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thread, in order to expand it so that it may pass to 
its place upon the gun. These prominences and 
grooves, doubtless, might serve a better purpose than 
the mere roughness left by the turning tools, as now 
often used. I am confident, however, that no device 
can be made, superior to the screw-threads, and noth- 
ing better than this is needed. 

The benefit, moreover, to be derived from making 
" the threads of the female screws sensibly finer than 
those of the male," must, I think, be evident after a 
little examination. By making this difference the 
jj'j^th part, or perhaps a little more (that is, by mak- 
ing 1000 turns of the spiral of the female to occupy 
a shorter space upon the hoop by a xnW^b part than 
the same number of turns do upon the body), they 
will bo more nearly equal when the hoop is expanded 
by heat, than if they had been formed of equal fine- 
ness or pitch. The hoop will, therefore, go more read- 
ily to its place when expanded,from bearing this finer 
thread. When the first layer is shrunk in its place, 
, each hoop will be under a lengthwise strain ; and, 
again, when the second layer is shrunk upon the first, 
the first layer, and, under it, the body of the gun, 
will be drawn together lengthwise, and thus the body 
will be guarded from cross-fracture, as it is guarded 
from longitudinal fracture by the circumferential 
strain of the same hoops. 

Having thus exhibited the principles which should 
direct us in the construction of hooped cannon, and 
the experiments by which theso principles are come 
at, I now proceed to describe the method of forging 
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the hoops, and of giving to them that combination 
of hardness, elasticity, and tenacity, which has been 
shown to be so important to the strength of the 
cannon. 

To construct one of the hoops for a cannon of the 
size before mentioned, that is, of 14-inch caliber, the 
hoop having, when finished, 27.972 inches' internal 
diameter, and being 3| inches thick, and 15 inches 
long (or broad), I take a flat bar, say 14 inches 
wide, from half an inch to an inch thick, and of such 
length that, when wound into a coil, it shall form the 
thickness required for the hoop, after allowing for the 
waste in welding, forging, and finishing. After its 
ends have been scarfed to a long wedge form, it is to 
be heated to a low red heat, and then wound .upon 
a cylinder of say 25 or 26 inches diameter, as a rib- 
bon is wound upon a block. Next, it is to be heated 
in a proper furnace to a good welding heat, and then, 
being placed upon an arbor, or mandrel, of about 25 
or 26 inches' diameter, and between proper dies, setts, 
or swages, it is to be completely welded, or the several 
layers or coils are to be made to form one piece. This 
may be done by compressing it with the swages, by a 
hydrostatic press, or by a steam hammer. After it is 
properly welded and condensed in this way, and has 
cooled as low as 600°, it is to be placed upon a cold 
arbor, or mandrel (shown, in section, at A, A, Figures 
6 and 7), which is supported at both its ends by the 
upright studs of the heavy iron frame B, B. It is 
then to be hammered by the steam hammer C, until 
its internal diameter is enlarged to about 27 inches. 
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The last part of the hammering is to be performed 
after the h.oop has become cold. Instead of operat- 
ing in this way with the steam hammer, we may pro- 
duce the same effect upon the hoop by a rolling-mill, 
in which the operating part of the rollers is made to 
project beyond the housings, or frame. 

After the hoop has been condensed and enlarged 
in this way, it is next to be placed upon an annular 
anvil, D, D (Figures 8 and 9), and the segmental 
swages or blocks, E, E, are to be adjusted within it. 
These segments form a cylinder upon their outer sur- 
face, but inside they form a hollow cone. A solid 
conical plug, F, is fitted to be driven into this hollow- 
cone within the swages. With this arrangement, the 
whole being under the drop or steam hammer G, the 
plug is driven by repeated blows into the hollow 
cone, by which operation the hoop is stretched suffi- 
ciently to destroy all conflicting strains or tensions 
that might have been produced in it by the hammer- 
ing. The strain is thus reduced to a circumferential 
direction, and the hoop put as near as possible into 
the condition of the hard wire (as shown in Figure 2), 
after it had been subjected to the first series of strains 
(as shown in Figure 1). 

The hoop may be stretched by this last operation 
the T foth part of its diameter, and, if it is made of 
very soft and tough iron and has not been hammered 
very hard, much more than this quantity. The extent, 
however, to which this hammering and cold stretching 
may be carried, must depend upon the quality of the 
iron and the heating and working to which it has 
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been previously subjected. It will be well, when the 
stretching is commenced, to have the hoop warmed 
up to 200° or 300°. 

After the hoop has been prepared in this way by 
cold hammering and stretching, it is to be bored and 
turned ; and, whether it is to be fixed to the gun by 
a screw-thread, or by any equivalent, it is to be care- 
fully and equably heated to such a temperature (but 
never up to an annealing heat), as shall expand it 
sufficiently, and, in this state, is to be placed upon 
the gun. 

In all the preceding computations of the force 
which the cannon is required to resist (both in this 
paper and in' that to which this is intended as a, sequel), 
I have considered the powder, when fired, as acting 
by a pressure generated with inconceivable rapidity, 
and with an intensity sufficient to produce the re- 
quired velocity in the missile ; — this velocity being 
produced by the pressure alone. I am fully aware, 
however, that the force thus produced, almost in- 
stantaneously, from a single point within the gun, 
does, and must, throw a shock upon, and a vibration 
through, the whole mass, the destructive effect of 
which must be provided against in addition to that 
of the mere pressure of the fired powder, if that pres- 
sure be supposed to act as the pressure acts in the 
hydrostatic press, for example, where it is raised and 
communicated slowly and gently to its object, thus 
producing its motion without violence or shock. Al- 
though we are without the knowledge requisite to 
subject to a rigorous computation the destructive ef- 
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feet of this shock .and vibration from the discharge, 
yet it is necessary that a sufficient strength should 
be provided in the gun to resist it. Nor are we with- 
out the light of experience to direct us to this end ; 
for, although it has not yet been determined, by direct 
experiment, what strength is required in a gun of say 
14rinch caliber, in addition to that thrown upon it by 
the pressure of the charge, in order to withstand the 
sudden shock and vibration before mentioned, yet we 
have direct experiments which have determined this 
element in guns of smaller caliber. Thus the cast- 
iron 32-pounder, 6| inch-caliber, if made of good iron, 
and in the usual proportions, that is, with walls of one 
caliber in thickness, has been proved, b5* the experi- 
ence of ages, to be quite reliable for long-continued 
use with service charges. 

Now, it was shown, in my former Memoir, that a 
maximum pressure, from the fired powder, of 920 at- 
mospheres, will give a velocity of 1,600 feet a second 
to a 32-pound shot; and, further, that, computing the 
strength of the gun from the tenacity of the iron, 
taken at 30,000 pounds per inch, it is capable of re- 
sisting a force of 1,333 atmospheres ; or, the strength 
of the gun is to the maximum pressure of the powder 
as 144 : 100. Hence, we have an excess of 44 per 
cent, which has proved sufficient to sustain all the 
extra violence from the shock and vibration occa- 
sioned by the 'suddenness of the discharge, from the 
heat, and from all other adventitious causes. It is 
furthermore shown, in the same Memoir, that a spher- 
ical shot of 14 inches' diameter will receive a velocity 
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of 1,000 foot a second, if fired from a cannon, the 
bore of which is 112 inches long from the seat of 
the ball to the muzzle, under a maximum pressure of 
2,133 atmospheres. But we have seen, that a 14- 
inch gun, constructed with hoops as herein described, 
will sustain a pressure of more than double that re- 
quired to throw the ball with 1,600 feet initial veloc- 
ity. There can be no doubt, then, that, as 44 per cent, 
above the necessary powder pressure has, through long 
experience, proved sufficient, in the 32-pounder, to 
provide for the contingent strains from shock and vi- 
bration, 100 percent, must be more than sufficient to 
provide against the same contingencies in the 14-inch 
gun ; and, indeed, that 14 inches does not .approach 
the size to which guns may be safely trusted, if con- 
structed upon the principles, and in the manner, herein 
laid down. 

Although it is hardly to be expected that the pre- 
ceding method of cold working will impart to the 
hoops, if made of common iron, the elasticity and 
tenacity possessed by the wire used in the experi- 
ments herein related, yet, by the use of iron of supe- 
rior quality, I think that that standard may be reached. 
But, should it be found, in the end, that 10 per cent, 
must be deducted from the tenacity of the wire, in 
computing that of the hoops, we shall still find the 
gun constructed in this way, for all that I can see 
to the contrary, more than twice as strong as any /looped 
gun ever yet constructed, of the same materials, weight, and di- 
mensions ; and, by the use of iron of a somewhat steely 
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character, or of some of the low steels, the standard 
of the strength of the wire may be much surpassed. 

I cannot conclude this paper without observing, tbat, 
although in the Memoir formerly published no partic- 
ular method of hardening the hoops was pointed out, 
and thus the process of cold hammering and stretching 
was omitted, still it was always my intention, when- 
ever I should undertake the manufacture of hooped 
cannon, to prepare the hoops by some process of con- 
densing and hammer hardening. So fully was I im- 
pressed, from my experience in the working of iron, 
with the importan.ee of thus preparing the hoops, that, 
in 1862, when I had made an arrangement, with the 
Massachusetts Committee on the Defence of the Ports 
and Harbors of the State, for the manufacture of two 
hundred large cannon (an arrangement which was en- 
tirely approved by the Executive government of the 
State, and which failed to be consummated only by 
the rejection of the appropriation bill, in the Senate, 
by a majority of one), I visited several of the large ma- 
chine-shops in the vicinity to find where I could best 
procure the construction of the steam hammer and 
tools for performing the operation herein described. 
My ideas (which were not then very definite) of the 
importance of subjecting the hoops, to be used upon 
cannon, to this condensing and hardening process, 
have been fully confirmed and defined by the experi- 
ments herein detailed ; and the conclusions that I 
have drawn from these experiments will, I think, be 
assented to by any practical engineer who may take 
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the pains to examine them. Indeed, it seems to me 
remarkable, that, with all the attention that has been 
given to the subject of hooped cannon in Europe, as 
well as in this country, for several years past, the 
cause of the great defect, which it has been one ob- 
ject of this paper to point out and remedy, does not 
seem to have been discussed nor seen, although the 
defect itself has been made known by the bursting 
of such guns in so many instances as to have shaken, 
if it has not destroyed, the confidence of artillerists 
in them, when used with heavy charges. To avoid 
this defect, resort has been had to the use of low 
cast-steel, under the name of homogeneous iron ; or 
to an adoption of the manufacture with wroughkiron, 
after the method invented and practised by me more 
than twenty years ago, and which I afterwards im- 
proved into the simpler and cheaper form so fully 
described in these Memoirs. 

I may also observe, with regard to the theory of the 
strength of hollow cylinders, when exposed to a burst- 
ing force, that many changes to the original formulas 
of Mr. Barlow have been proposed as expressing more 
exactly the physical conditions of these cylinders. 
These changes, however ingenious or learned, are of 
very trifling practical importance in the manufacture 
of cannon. The omission of Mr. Barlow to consider 
the pressure, as acting as a crushing force upon the 
internal portion of the cylinder, and thus as aiding, 
to some unascertained extent, its action as a distend- 
ing force, in rupturing the walls of the cylinder, was, 
I believe, first made known by me in my former Me- 
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moir. So, also, no writer or engineer 1ms yet, so far 
as I know, perceived or shown, that the theory of 
the strength of hollow cylinders, as now generally 
adopted, is wholly inapplicable to cylinders or hoops 
made of malleable materials, such as wroughtriron or 
bronze ; for the reason, that the inner portion of such 
a cylinder will, as shown by my experiments herein 
detailed, be permanently elongated or stretched cir- 
cumferentially, without being ruptured or weakened 
until after the outside has given way ; a fact entirely 
at variance with the foundation of the theory. For, 
the assumption, on which the whole theory rests, re- 
quires that the fracture shall first take place upon the 
inside of the cylinder ; an assumption that can only 
be true in fact, when the cylinder is formed of a ma- 
terial which is unmalleable, that is, incapable of being 
elongated or stretched to any considerable extent be- 
yond the limits of its elasticity. 



